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country, nor in any European country, the reward which was fairly
due to him. The Iron and Steel Institute of England, however, in
1876 awarded to him the Bessemer gold medal for that year, in
recognition of the great value of his discovery*

While the Bessemer process was being perfected abroad, Mr,
Kelly was experimenting with his invention in this country. These
experiments were largely conducted in 1857-8-9 at the Cambria
ironworks, at Johnstown. The first pneumatic converter in Amer-
ica was built at Johnstown for Mr. Kelly, but no true steel was con-
verted in it, although refined iron was successfully produced.

la May, 1863, E. B. Ward, of Detroit, Hon. Daniel J. Morrell,
of Johnstown, William M. Lyon and James Park, Jr., of Pittsburgh,
and Z. S. Durfee, of New Bedford, Massachusetts, having obtained
control of the patents of William Kelly, organized the Kelly Pro-
cess Company, under an agreement which gave the inventor and
his representatives an interest which has proved to be valuable.
The company resolved to establish experimental works, and also to
acquire the patents in this country of Mr. Mushet for the use of
spiegeleisen. Experimental works were accordingly established at
Wyandotte, Michigan, and Mr. Durfee was sent to England to
procure an assignment of Mr. Mushet's patents. The latter pur-
pose was effected on the 24th of October, 1864, upon terms which
admitted Mr. Mushet, Thomas D. Clare, and John If. Brown, of
England, to membership in the Kelly Process Company. On the
5th of September, 1865, the company was further enlarged by the
admission to membership of Charles P. Chouteau, James ^Harrison,
and Felix Vallfi, all of St. Louis.

The control in this country of Mr. Bessemer's original process,
with all of the machinery necessary to its application, was obtained
in 1864 by John F. Winslow, John A. Qriswold, and Alexander L.
Holley, all of Troy, New York, Mr. Holley visiting England in the
interest of himself and associates. In the fall of that year the licen-
sees of the Kelly patents succeeded in making Bessemer steel at
their experimental works at Wyandotte, the works being under the
general direction of William F. Durfee, who then made the first
Bessemer steel in America. In February, 1865, Mr. Holley was
successful at Troy in producing Bessemer steel at experimental
works which he had constructed at that place in 1864 for the
licensees of the Bessemer patents, Messrs. Winslow, Griswold and
Holley. But as the licensees of the Kelly patents could not achieve
success without Mr. Bessemer's machinery, and as the owners of